CURRENT LITERATURE 
TRAFFIC and TRANSPORTATION 


1961 
WASHINGTON STATE LIBRARY 


The Library 
The Transportation 


NORTHWESTERN UNIVERSITY 


STATE LIBRARY 


PLEASE RETURN WHEN FINISHED 


) 

: 


THE 


RESEARCH 


EDUCATION 


TRANSPORTATION 
1818 Hinman Avenue Evanston, Illinois 


CENTER 


THE TRANSPORTATION CENTER Northwestern Univer- 
sity began its formal autumn 
1956. then has assumed progressively 
greater importance independent, national 
center for education, basic research, and service 
the transportation industry and the 


The Transportation Center's research 

program planned provide better 

understanding transportation, its 

relationship the economy, and its 

contribution our national economic 

growth. pursuing these objectives, 

the research program draws upon au- 

thorities various sciences North- 
western University and other institu- 

tions throughout the nation. 


The educational program 
with developing and encouraging the 
interest outstanding scholars 
Northwestern and other universities 
applying their disciplines the 
field transportation. addition 
the purely academic program, the 
Center concerned with presenting 
the results university research and 
the skills various disciplines 
executives the industry through 
series courses and conferences. 


Activities the Center are guided national 
Advisory Committee some America's top trans- 
portation and industry leaders. Over 100 
panies air, highway, oil, pipeline, and water 
transportation, and general business, contri- 
bute the support the Transportation Center. 
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ACCIDENTS 
Ives, Howard The cross median accident pro- 
blem and corrective measures Connecticut. 
October, 1960, 


Newman, John. How important factor health 
accidents? Connecticut now seeking the 
answer novel two-year accident preven- 
tion study. 
illus. 


AIR CARGO 
boom, bust; the steady growth the last 
ten years was continued 1960. Results 
were not spectacular, but good, providing 
sound base upon which grow. Air Cargo, 


Air Transport Association America. Air car- 
terminal planning guide. Washington, 
1960. $1.00. 


Boeing Airplane Company. Transport Division. 
The cargo-jet military air transportation, 
economic evaluation, Stanley Brewer 
and Roger Ulvestad, Jan.1960. Renton, 
Wash., 1960. tables. 


AIR LINES 
Doty, Chosen instrument urged sparse 
routes. Decel9, 1960, 


Gorecki, Some economic aspects jet 
operations. Roma, Centro Per Sviluppo 
Dei Transporti Aerel, 1960. Quaderni 
Aeronautici, serie: Problemi economici. 


Limited competition between U.S. lines in- 
ternational air routes advocated. Traffic 
World, Dec.17, 1960, 
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Origin and destination statistics panel 
ines systems, agrees meet again 
next February. ICAO Bull., Sept.19, 1960, 


U.S. Congress. Senate. Committee Interstate 
and Foreign Commerce. Alcoholic beverages 
aboard commercial passenger and military air- 
craft; hearing before the... S.1432, 
bill prevent the service consumption 
alcoholic beverages aboard commercial passen- 
ger aircraft and military aircraft, 
1960. Washington, GPO, 1960. 
86th cong. sess. 


AIRPLANES 
ICAO looks ahead the supersonic era; pre- 
liminary study probable technical, 
and social consequences the introduc- 
tion into commercial service supersonic 
aircraft. ICAO Bull., Sept.19, 1960, 
130. 


new base for BEA. Airport Airline 


Supersonic airliners. Asian and Indian Sky- 
ways, Sept.1960, 


United Research. The feasibility commer- 
cial supersonic transport program; prepared 
for Federal Aviation Agency, Oct.1960. Cam- 
bridge, Mass., 1960. tables. 


AIRPORTS 
Fisher, Leigh. Airports will downtown 
1970! address by...to the Fall Quarterly 
Dinner San Mateo County Development 
1960. San Francisco, The Au- 
thor Associates, 1960. unpaged. 


CURRENT LITERATURE 


U.S. Federal Aviation Agency. Model airport 
zoning ordinance. Washington, D.C., 1960. 
mimeo. 


AIRPORTS SAUDI ARABIA 
Stroud, Dubai new desert airport. 
Interavia, Dec.1960, 


AIRPORTS VIENNA 
Prochazka, Vienna-Schwechat airport. In- 
teravia, Dec.1960, p.1521-1525. 


AIR TRAFFIC CONTROL 
teravia, Dec.1960, 


Elbert, Flight 
the work the air traffic controller. In- 
teravia, Dec.1960, 


Lambert, Mark. Jet speedbird west east. 
Flight, Nov.25, 1960, 


AIR TRAFFIC CONTROL SWITZERLAND 
Treyer, Maurice Air traffic control gen- 
eral and its special problems the Geneva 
Dec.1960, 
illus. 


AUTOMOBILE INDUSTRY 
Smith, Richard Austin. Detroit flying 
the seat its pants. Fortune, 


AUTOMOBILE INDUSTRY EUROPE 
Glaser, George Europe appraises U.S. market. 
Auto.News, Dec.12, 1960, 


AUTOMOBILES 
Railroads are snatching autos away from truck- 
ers. Bus.Wk., Dec.17, 1960, 
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AVIATION 

U.S. Congress. Senate. Committee Interstate 
and Foreign Commerce. Review the Federal 
Aviation Act; hearings before the Aviation 
Washington, GPO, 1960. pts. charts, 
tables. cong., sess. 
Air safety.-pt.2: Air traffic control and air- 
space Pilot qualification 
and ‘certification; and military participation 
within the Federal Aviation Agency. 


Aviation medicine. Asian and Indian Skyways, 


BILLBOARDS 


blight our highways? Tennessee Planner, 


Report billboard control measure (State 
measure City Club Bull., 
1960, 


BUSINESS DISTRICTS 
Urban Land Institute. Investors and downtown 
real and comment, Arthur 
Weimer. Washington, D.C., 1960. 


CIVILIAN DEFENSE 


West, Gaines Police play important role 
national emergency. Texas Police J., Nov. 
1960, 


DRIVER EDUCATION 
How the Aetna drivotrainer system puts students 
the driver's seat. Safety Educ., Jan. 
1961, illus. 


National Education Association. (Continued) 
CURRENT LITERATURE 


National Commission Safety Education. 
Policies and practices for driver education; 
developed by: National Conference Driver 
Education, Purdue University, Lafayette, In- 
diana, 1958. Washington, D.C., 
1960. 


DRIVERS 
Campbell, Driver improvement through the 
point system; Abstract research paper pre- 
sented Oct.13, 1960, American Life Convention, 
Chicago. Ithaca, N.Y., Cornell Univ. Auto- 
motive Crash Injury Research Project, 1960. 


Lauer, Driving refresher course for fire- 
men, police and public transportation drivers. 
Police, 


World Touring and Automobile Organisation. In- 
ternational driving manual, prepared the 
request the Economic Commission for Europe 
(United Nations). London, 1960, 


EQUIPMENT LEASING 
REA plans TOFC trailer pool. Rwy.Age, Dec. 
19/26, 1960, 


EXPRESS SERVICE 
New REA facility speeds handling express 
shipments. Stares, Dec.1960, 


FLEETS 
Hockaday, Motor fleet operation. J.of 
Criminal Law, 


FOREIGN TRADE CANADA 
National Planning Association. 
can Committee. Changes trade restrictions 
between Canada and the United States, 
Constant Southworth and 
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Washington, D.C., 1960. 65p. 
charts, tables. $2.00. 


FREEWAYS 
Wilsey Ham. report Congress the pro- 
posed West Coast Skyline National Parkway; 
prepared for the California Counties San 
Mateo, Santa Cruz and Santa Clara and the 
City and County San Francisco, Jan.1960. 
Millbrae, Calif., 1960. $2.00. 


I-26 freeway system for Charleston area. Caro- 
lina Dec.1960, 


Wayne County, Mich. Road Commission. Route lo- 
cation study: F.A.I 75, Detroit-Toledo Ex- 
pressway Rouge River. Detroit, Apr.1960. 
mimeo., maps, tables. 


FREIGHT LOSS AND DAMAGE 
Project 1961 helps cut damage 
freight; Railway Age special report. Rwy. 
Age, Dec.19/26, 1960, 


GRADE CROSSINGS 
Crossings are safer after years. 
the International Rwy.Congress Assn., 
1960, 


Vanderstempel, Theodore Protection problems 
railroad grade crossing. Oct. 
1960, 


MACHINES 
Araes, Derek Harvey. Hovercraft. Hawker Sid- 
deley Rev., 


Pugh, Alastair. Off the ground: 


the Flight, Nov.25, 1960, 
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HELICOPTERS 
Washington helicopter network studied. 
1960, 


INDEPENDENT REGULATORY COMMISSIONS 
Maryland. University. College Business and 
Public Bureau Governmental 
Research. National regulatory commissions; 
need for new look, Emmette Redford. 
College Park, Md., 1959. 


U.S. Congress. House. Committee Interstate 
and Foreign Commerce. Independent regulatory 
agencies act 1960; report accompany 
Jul.l, 1960. Washington, 
86th cong. sess. 


INDUSTRY 
Greenhut, Melvin explanation indus- 
trial development underdeveloped areas 
the United States. Land Econ., Nov.1960, 


Keyes, Lucile Sheppard. Welfare economics and 
the theory regulation. Econ., Nov. 
1960, 


Segal, Martin. The labor market and plant lo- 
cation. Hanover, N.H., Amos Tuck School 
Business Administration, 1960. Tuck 
Bull.25. 


INLAND NAVIGATION U.S.S.R. 
U.S. delegation inspects Soviet rivers. New 
Orleans Port Record, Nov.1960, 


U.S. Congress. House. Committee the District 
Columbia. Amending the motor vehicle 
safety responsibility act the District 
Columbia; report accompany S.2131 (cont.) 
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1960. Washington, D.C., 1960. 
86th cong. sess. 


6p. 


U.S. Congress. Senate. Committee the Judi- 
The insurance industry: Aviation, 
ocean marine and state regulation; report 
the... together with individual views made 
its subcommittee antitrust and monopoly 
pursuant S.Res.238, 1960. 
ington, D.C., GPO, 1960. charts, 
tables. cong., sess. Rep.no.1834. 


U.S. Railroad Retirement Board. Twenty-five 
years railroad social insurance; 1935- 
1960. 1960. 


LAND USE 
Claire, Wm. Land economics the basis for 
sound city planning. 


LAND VALUES 
Kurnow, Ernest. value trends the United 
States. Land Econ., 


LOCAL TRANSIT 
Chicago. Transit Authority. Block block 
transit seat and trip survey the central 
area Chicago. Chicago, 1960. 
diagrs., tables. 


Chicago Area Transportation Study. Final re- 
port three parts; vol.II: Data projections 
conducted under the sponsorship 
cooperation with U.S. Department 
Commerce, Bureau Public Roads. 
go, July 1960. 133p. charts, maps, tables. 


Association American Railroads. Bureau 
Railway Economics Library. Rapid (continued) 
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transit; brief reference list place, 
1960. Washington, 1960. 
proce 


Congress. Senate. Committee the Judi- 
ciary. District Columbia, Maryland, and 
Virginia mass transit compact; hearings be- 
fore the Special Subcommittee the... 
granting the consent and ap- 
proval Congress for... enter into 
24-25, 1960. Washington, 
GPO, 1960. cong. sess. 


Rapid transit automation. 
Dec 


Nickerson, Ernest The future suburban 
transportation; address by... before the 
Annual Spring Conference Westchester County 
Realty Boards, Terrytown, Apr.26, 1960. 
New York, New York Central System, 1960. 
proc. 


LOCAL TRANSIT LONDON 
Samuels, Alex. unless... 
1960, 


LOCAL TRANSIT TORONTO 
Rapid transit Toronto. TRC Newsl., Dec.12, 
1960, issue/. 


MERCHANT MARINE 
Committee American Steamship Lines. Your 
merchant marine fact file. Washington, D.C., 
1960. 


Committee American Steamship Lines. The 
balance international payments; U.S. flag 
ships cut payments deficit billion. Pio- 
neer research study reveals contribu- 
tion U.S. balance payments. (cont.) 
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Washington, D.C., 1960. chart, tables. 


Congress. House. Committee Merchant 
Marine and Fisheries. Authorizing the Mari- 
time Administration make advances 
ship mortgages report ac- 
company S.3018, Aug.30, 1960. Washington, 
1960. 26p. 86th cong. sess. 


Congress. House. Committee Merchant 
Marine and Fisheries. Merchant marine legis- 
lation; the... S.2185 
other bills/, Feb.3-Jun.22, 1960. Wash- 
ington, GPO, 1960. 190p. 86th 
sess. 


METROPOLITAN AREAS 


Bible, Alan. Uncle Sam's metro job: senator 
sees need coordinate federal urban pro- 
grams, the retaining 
Natl.Civic Rev., Dec.1960, 


Boston. Greater Boston Economic Study Committee. 
Wayland, Massachusetts; self study 
growing Boston, Oct.1960. 30p. 
maps, tables. (Economic base 


Metropolitan area problems; report the Pa- 
cific Coast Conference Metropolitan Pro- 
blems, Berkeley, Calif., July 24-25, 1958, 
edited Stanley Scott. Univer- 
sity California. Bureau Public Adminis- 
tration, 1960. bibl. $2.00. 


Studenski, Paul. Metropolitan areas 1960: Pt. 
Voluntary cooperation not sufficient; 
area-wide government needed for selected 
functions. 
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METROPOLITAN GOVERNMENT 
Government Affairs Foundation. Metropolitan 
communities: bibliography supplement 
1957, compiled Victor Jones and Barbara 
Hudson. Chicago, Public Administration Ser- 
vice, 1960. 228p. $8.00. 


METROPOLITAN PLANNING 
The city transition. Stanford Research 
Institute J., 1960, issue 


Gulick, Luther. Goals for metropolis. Natl. 
Civic Rev., Dec.1960, 


Howard, John Integrated planning. 


MONORAIL FRANCE 
France: 30,000 passengers hour new mono- 
Pass.Trsp., 1960, p.409. 


MOTION PICTURES 
Illinois. University. Audio-Visual Aids Service. 
Dvision University Extension. Catalogue 
safety education and driver education films. 
Champaign, 


International Air Transport Association. Di- 
rectory air transport films, 
treal 1960 unpaged 


MOTOR BUS LINES UNION SOUTH AFRICA 
South African centenary. 
1960, 


MOTOR CARRIERS 
Alexander, Truck trailer trends; analy- 
sis six-year survey trailer lengths, 
1946-1960 shows size increase, reflecting 
payload economy trend. Power Wagon, Dec. 
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American Trucking Associations. Executive 
mittee. Collective bargaining the truck- 
ing industry; recommendations of... 


Washington, 

Cole, Jack. Teamed for transportation progress, 
address before Southern Conference 
Teamsters, Biloxi, Miss., May 1954. 
Washington, American Trucking Associa- 
tions, 


Decker, Clarence Improving the status 
private carriers. Power Wagon, Dec.1960, 


Here explanation CMC two structure tax 
proposal. Colorado Motor Carrier, Dec.1960, 


How new motor freight billing system slices 
paperwork, ups 


Lawrence, John The trucking industry comes 
age: National Association completes 
years growth despite some gaps basic 
unity. Was ton, American Trucking 
Associations, 


Malabre, Alfred How private trucking pays 
off. Mgmt.Rev., 


Morton, The impact competition 
common carrier rate making. Ohio, 
Kent State Univ., 1960. proc. 


Official motor carrier directory, Winter, 1960. 
Chicago, 1960. $10.00. 


The nature competition the motor trans- 
port industry. Land Econ., (continued) 
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Northwestern University. Transportation Center. 
Financing and forecasting needs motor 
rier terminals; addresses given the con- 
ference operations, financing, and 


casting needs motor carrier terminals for 
investment, insurance and trucking executives 

held May 1960. Washington, 
American Trucking Associations, 1960. 


Teamsters ask TOFC Dec. 
12, 1960, pe5l. 


U.S. Congress. House. Committee Interstate 
and Foreign Commerce. Investigation 
administration motor carrier act; hearing 
before Subcommittee the... investiga- 
tion administration motor carrier 
act, 1960. Washington, GPO, 
1960. 86th cong. sess. 


MOTOR VEHICLES 
Osborne, Henry Transporting the sick and 
injured Niagara frontier 


MUNICIPAL GOVERNMENT 
Vieg, John trends affecting cities. 


NOISE 
Operating practices and problems: noise—sonic 
boom. ICAO Bull., 1960, 


Suppressor cuts jet runup noise. Dec. 
12, 1960, 


U.S. Congress. House. Committee Science and 
Astronautics. Noise: its effect (cont.) 


TRAFFIC TRANSPORTATION 


| 
} 
i 


man and machine: hearing before the Special 
Investigating Subcommittee the... Aug.23- 
25, 1960. Washington, GPO, 1960. 
charts, diagrs., maps. 
conge, 


Federal Aviation Agency. Aircraft noise 
Planning serics item no.3. 


PARKING 
The 2nd park and Parking, Fall, 
1960, issue/. 


Stonier, Charles Off-street parking at- 
tract downtown shoppers. J.of Retailing, 
Fall, 1960, 


PARKING GREAT BRITAIN 
Car parking problems. Fed., Nov. 
1960, 


PARKING METERS 
Kerstetter, John Mechanized 
1960. Traf.Q. Oct 1960, pe 550-573. 


PARKING SURVEYS 
Wilson, Bryan. Step-by-step: do-it-yourself 
parking survey. Dec.1960, 


PEDESTRIAN TRAFFICWAYS 
Couch, Aubrey Knoxville's promenade. 
Planner, 


Lipp, Morris Miami Beach, Fla...A down- 
town pedestrian mall. Nov.1960, 


PETROLEUM INDUSTRY 
Harvard University. Graduate School Business 


Administration. Oil's first century; (cont.) 
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papers given the Centennial Seminar 
the History the Petroleum Industry, Nov. 
13-14, 1959. Cambridge, 1960. 147p. illus., 
tables. 


Nickerson, Albert The division Stanvac; 
another step strengthen Socony Mobil. 
Mobil World, 


POLICE 
Gourley, Douglas. Encouraging compliance 
with policies. Pt.l. 
1960, 


Lang, Theodore Role central personnel 
agency police personnel problems. J.of 
Criminal Law., 


Moore, Norman review 
Calif.Peace Officer, Nov.—Dec.1960, p.5+. 


Skousen, Cleon. Field 
administrative aid. Law and Order, Dec. 
1960, 


Wiltberger, William The police system 


POLICE FRANCE 

Payne, Howard The French 
police the mid-nineteenth century. 
Police, p.34-37. 
Police, 
bibl. 


POLICE PATROL 


Policies required for one-man patrol. Texas 
Police 
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PORTS 


Behind port authority quiz. Bus.Wk., 
1960, 


Buffalo grows world port status. Norwegian 
Shipg.News, 1960, 


The port Philadelphia. Norwegian Shipg. 
News, 1960, 


RAILROADS 
Association American Railroads. News Service. 
Facts U.S. railroads. Washington, D.C., 
1960. unpaged. proc. 


Association American Railroads. News Service. 
Pattern for industrial peace: the presidential 
commission railroad work rules. Washing- 
ton, 1960. unpaged. proc. 


Association American Railroads. Bureau 
Railway Economics. Railroads and the economy 
the states-1959. Washington, D.C., 1960. 
proc. 


Association American Railroads. Legislative 
ticular interest railroads. Washington, 
Sept.1960. 62p. mimeo. 


Burck, Gilbert. Mating time for the railroads. 
Fortune, Jan.1961, 


Enlarged meeting the Permanent Commission 
the International Railway Congress Associa- 
tion Brussels (27th 29th June 1960). 
the International Railway Con- 
gress Assn., 


How seaboard speeds welded rail laying. 
Dec.1960, 
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RRs haul houses for Alaska. Rwy.Age, Dec.12, 
1960, 


What's your welded rail problem? 
1960, 


Wheeler, John High speed data transmission. 
the International Rwy.Congress As- 
sociation, Oct.1960, 


Whitten, Herbert Whitten outlines cost 
theory. Dec.19/26, 1960, 


RAILROADS GREAT BRITAIN 
Railway Conversion League. The future Bri- 
tish railways; memorandum, submitted 
June, 1960 by... the Special Advisory 
Group the British Transport Commission, 
under the chairmanship Sir Ivan Stedeford. 
London. 1960. 


REPORT WRITING 
Los Angel~s. Police Department. Planning and 
Research Division. going write 


RIGHT WAY 
Bugge, Importance liaison between 
highways, utilities, and other agencies from 
the utility point view; address/ be- 
fore the American Right-of-Way Association, 
Washington, May 1960. 
July 1960, p.3+. 


ROADS 
Haas, Helmut. Cook county expressways. 
Northwestern Eng., Nov.1960, 


Johnson, The responsibilities state 
highway administration. July 1960, 


TRAFFIC TRANSPORTATION 


. 


LeBaron, Allen Taxes and new road estimates. 
Traf.Q, 


Bureau Public Roads. Federal laws, 
regulations, and other materials relating 
highways, through Washington, 
GPO, 1960. $1.00. 


Glanville, William. Light and road safety. 
Transactions the Illuminating Eng.Society, 


Right-of-way property acquisition. New Jersey 
Mun. Nov.1960, 


ROADSIDE CONTROL 
The litterbug: Who and what costs. Pt. 
Better Roads, illus. 
Litterbugging: The penalties and the remedies. 
illus. 


ROADSIDE FACILITIES 
New toll roads are attracting marketers. Oil 
and Gas J., 1960, 


RUBBER INDUSTRY 
Phillips, Charles The competitive potential 
synthetic rubber. Econ., Nov.1960, 


Shipbuilding activities the United States. 
Norwegian Nov.25, 1960, p.1340- 
1342. 


SHIPMENT GOODS 
U.S. General Services Administration. 
tation. Freight traffic management civili- 
agencies. Washington, D.C., 1960. 67p. 


CURRENT LITERATURE 


SHIPPING 
Bailyn, Bernard. Massachusetts shipping 1697- 
Lotte Bailyn. Cambridge, 
Univ.Press, 1959. tables. 
5.00. 


MacMillan, Competitive general cargo 
ships, by...and Westfall. Marine 
Eng/Log, 


SHIPS 
Hydrofoil craft answer ferry users. Marine 
1960, 


MacMillan, Douglas Competitive general car- 


SPACE LAW 
Second colloquium the law outer space, 
London, 1959; proceedings, edited Andrew 
Haley and Welf Heinrich. Wien, Springer- 
Verlag, 1960. 176p. bibl. 


From science fiction space law: random notes 
from the IAF colloquium the law outer 
Nov.1960, 


TANK VESSELS 
World tanker fleet review. Norwegian Shipg. 
News, 1960, p.1359-1360. 


TRAFFIC 
Massachusetts Safety Council. Modern traffic 
Boston, mimeo. $3.50. 


Sutermeister, Oscar. Neighborhoods and traf- 
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TRAFFIC GREAT BRITAIN 
Brunner, Saving the city from traffic 


TRAFFIC COURTS 
Bistline, Don. Panel teenagers sits 
cases traffic court. FBI Law Enf. 
Bull. Dec.1960, 


TRAFFIC SAFETY 
Allen, Robert Accident prevention Ari- 


Ray, Charles. Fleet safety. Oct. 
1960, 


TRAFFIC SURVEYS 
Data processing breakthrough scored Missouri 
Highway Department. Am.Hwys., July 1960, p.7. 


Rivard, Lloyd Electronic traffic projection 
and assignment. July 1960, 


TRAMP STEAMERS GREAT BRITAIN 
Course, The deep sea 
Hollis Carter, 1960. 280p. illus. 


TRANSPORTATION 
Allen, John Undersecretary Commerce 
calls for coordination transport planning. 
Traf.World, Mar.5, 1960, illus. 


Association American Railroads. News Service. 
Freight boom: facts railroad "piggyback" 
Washington, D.C., 1960. 


Government, industry transport leaders share 
World, 1960, 


CURRENT LITERATURE 


Government investment transport: $162 bil- 
lion. Rwy.Age, Dec.12, 1960, p.5l. 


Haring, Joseph Planning adequate transpor- 
tation for southern California. 


Kuster, John want nationalization? 
the Regular Common Carrier 
Conference ATA New York October 17, 

linois Truck N., p.33. 


Loomis, Daniel The coming revolution 
national transportation policy; address 
American Railroads, 1960. 17p. 


Operating its 
impact the mover. Furniture 
man, 


Why not container "shuttle They 
could help rails become highly efficient, 
low-cost bridge service between high-density 
points. Dec.1960, 


Woods, Transportation and economic po- 
tential the Arctic, by...and Legget. 


TRAVEL 
Boston College. Seminar Research Bureau. 
Travel the Boston region, 1959-1980. 
Boston, Jan.1960. charts, maps, tables. 
Studies Urban Transportation. 


U.S. Federal Aviation Agency. Distances 
eled domestic air passengers. Washing- 
ton, D.C., 1960. 32p. tables. 
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PERIODICALS 
AIR CARGO. 1001 Vermont Ave., Washington D.C. 


AIRPORT AND AIRLINE MANAGEMENT. Hill Street, 
Richmond, Surrey, England. 


AMERICAN HIGHWAYS. American Association 
State Highway Officials, 917 National Press 
Washington D.C. 


ASIAN AND INDIAN SKYWAYS. Aeronautical Publica- 
tions India Private Limited, Gandhigram Rd., 
Juhu, Bombay 54, India. 


AUTOMOTIVE NEWS. Slocum Publishing Co., Inc., 
Detroit Michigan. 


AVIATION WEEK. 330 42nd New York 36, 
New York. 


BETTER ROADS. Perrin, 173 Madison Street, 
Chicago, Illinois 


BUSINESS WEEK. 42nd Ste, New York 36, 
New York. 


CALIFORNIA HIGHWAYS. P.O. Box 1499, Sacramento 
California. 


CALIFORNIA PEACE OFFICER. 1770 Broadway, 
land 12, California. 


COLORADO MOTOR CARRIER. 4060 Elati St., Denver, 
Colorado. 


COMMERCIAL MOTOR. Green Lane, London, 
England. 


CURRENT LITERATURE 


FBI LAW ENFORCEMENT BULLETIN. Dept. 
Justice, Washington 25, D.C. 


FLIGHT. Iliffe and Sons, Ltd., Dorset House, 
Stamford Street, London, England 


FORTUNE. 540 Michigan Ave., Chicago, Illinois. 


FURNITURE 175 Jackson Blvd., 
Chicago Illinois. 


HAWKER SIDDELY REVIEW. St. James's Square, 
London, England. 


HIGHWAY HIGHLIGHTS. National Highway Users Con- 
ference, National Press Bldg., Washington D.C. 


ICAO BULLETIN. International Aviation Bldg., 
1080 University St., Montreal Canada. 


ILLINOIS TRUCKING NEWS. 434 Dearborn, Suite 
1111, Chicago Illinois. 


ILLUMINATING ENGINEERING SOCIETY, TRANSACTIONS. 
Victoria Ste, London England. 


INTERAVIA. Corraterie, Geneva, Switzerland. 

JOURNAL CRIMINAL LAW. Northwestern University 
School Law, 428 Preston St., Baltimore 
Maryland. 


RETAILING. 100 Washington Sq. E., 
New York New York. 


LAND ECONOMICS. Pinckney St., Madison, 
Wisconsin. 


LAW AND ORDER. 45th St., New York 36, N.Y. 


MANAGEMENT REVIEW. 1515 Broadway, N.Y. 36, N.Y. 


TRAFFIC 


MARINE DIGEST. Columbia St., Seattle Wash. 


MARINE ENGINEERING/LOG. 1309 Noble St., 
delphia, Pa. 


MOBIL WORLD. 150 42nd St., New York 17, 
MODERN PASSENGER TRANSPORT. Wheaton, Illinois 
MODERN RAILROADS. Wells St., Chicago, 


MONTHLY BULLETIN THE INTERNATIONAL RAILWAY CON- 
GRESS ASSOCIATION. 19, Rue Beau-Site, Brussels. 


MUNICIPAL SOUTH. Box 1225, Charlotte, 
NATIONAL CIVIC REVIEW. 68th St., 


NEW JERSEY MUNICIPALITIES. 603 Trenton Trust 
Trenton, New Jersey. 


NEW ORLEANS PORT RECORD. Canal St., New Orleans, 
La. 


NORTHWESTERN ENGINEER. Northwestern University, 
Technological Institute, Evanston, Illinois. 


NORWEGIAN SHIPPING NEWS. Radhusgaten Oslo, 
Norway. 


OFFICIAL MOTOR CARRIER DIRECTORY. 1025 Con- 
gress Parkway, Chicago Illinois. 


OIL AND GAS JOURNAL. 211 Cheyenne Ave., Tulsa, 
Oklahoma. 


PARKING. National Parking Association, 711 14th 


POLICE. Charles Thomas, Springfield, 
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PORTLAND CITY CLUB BULLETIN. Park Building, 
Portland, Oregon. 


POWER WAGON. 407 Dearborn St., Chicago Ill. 


PUBLIC ADMINISTRATION SERVICE. i313 60th St., 
Chicago 37, Illinois. 


PUBLIC MANAGEMENT. 1313 60th St., Chicago, 
RAILWAY AGE. Church St., New York New York. 


RAILWAY PURCHASES AND STORES. 1309 Main St., 
Pontiac, Illinois. 


SAFETY EDUCATION. National Safety Council, 425 
Michigan Ave., Chicago, Ill. 


SHIPPING MANAGEMENT. 425 4th Ave., 16, N.Y. 
SHIPPING WORLD, LTD. 127 Cheapside, London E.C.2. 


STANFORD RESEARCH JOURNAL. Menlo Pk. 
California. 


STREET ENGINEERING. Maple, Chicago 10, 
TRC NEWSLETTER. 292 Madison NYC 


TENNESSEE PLANNER. Tenn. State Planning Com., 
Cordell Hull Bldg., Nashville Tennessee. 


TEXAS POLICE JOURNAL. 1508 Kirby Bldg., Dallas. 


TRAFFIC QUARTERLY. Eno Foundation for Highway 
Traffic Control, Saugatuck, Conn. 


TRAFFIC WORLD. Washington Bldg., Washington 
5, D.Ce 


TRAFFIC TRANSPORTATION 


PUBLISHERS 


AIR TRANSPORTATION ASSOCIATION AMERICA. 1000 


AMERICAN TRUCKING ASSOCIATIONS, INC. 1616 
Washington D.C. 


Washington D.C. 


BOOZ, ALLEN HAMILTON. 135 LaSalle, Chicago. 
BOSTON COLLEGE. Chestnut Hill 67, Mass. 

BRITISH RD. FED. Manchester Sq. 
4812 Madison, Chicago 44, 
CHICAGO TRANSIT AUTHORITY. Merchandise Mart Pl. 


COMM. AMERICAN STEAMSHIP LINES. 1000 Conn. 
Ave., Washington 6, D.C. 


HOLLIS CARTER LTD. Ashley Pl., London 
1060 Univ. St., Montreal, Q., Canada. 
MASS. SAFETY COUNCIL. Devonshire, Boston, Mass. 


RAILROAD RETIREMENT BOARD. Rush St., 
Chicago, Illinois. 


URBAN LAND INSTITUTE. 1200 St., 
ton D.C. 


WORLD TOURING AUTOMOBILE ORGANISATION. 
Chesham Pl., London 


RAILWAY CONVERSION LEAGUE. Heath, 
Shawley, Surrey, England. 
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THE TRAFFIC INSTITUTE 


THE TRAFFIC INSTITUTE Northwestern University 
national organization dedicated pro- 
gram training, research and development, ex- 
tension and field service, and publications 
the field street and highway traffic. 


From its beginning, the Traffic Institute pro- 
gram has been conceived, developed, and carried 
out response the most pressing needs 
official agencies with responsibilities the 
supervision motor-vehicle traffic. 


TRAINING The Traffic extensive 
training program helps develop 
highly skilled personnel who can 
bring new and improved techniques 
bear the traffic problems 
their every ca- 
pacity law enforcement, court 
adjudication, driver licensing, 
and engineering. 


FIELD SERVICE Through its field service program 
the Traffic Institute provides on- 
the-spot technical service and 
training help state and mnici- 
pal government agencies develop 
and install effective traffic 
supervision program. 


PUBLICATIONS Serving the most extensive 
source technical and training 
information the field, the 
Traffic Institute publications 
program authoritative 
written material all aspects 
street and highway traffic. 
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